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(UWB). In addition, there is 11 dB refinement of return loss in the Comb- 
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VSWR This proposed antenna has good performances and suitable for 5G 
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1. INTRODUCTION 

The millimeter wave communication is one of the potential solution platform for the next generation 
mobile wireless communication. Nowadays, mobile wireless communication has entered into the fifth 
generation (5G), many consortiums are still developing 5G standards. The most important requirements are 
wideband spectrum and higher frequency. Some frequencies have been proposed to be a candidate for the 5G 
spectrum, covering 6-100 GHz, ie. 6-10 GHz, 27-29 GHz, 37-40 GHz, 50-52 GHz, 66-74 GHz, 
81-86 GHz [9],[10]. The 5G antenna system that covers its wideband spectrum is continuously improved. 
Many types of microstrip antennas have been developed by researchers. The wideband antenna is used for 
the radio technology with a large bandwidth (>500 MHz) or 20% of the center frequency (ultra-wideband 
/UWB=50 96) [2]. Recently, Tapered Slits Antenna/TSA (also called: Vivaldi antenna) has attracted attention 
due to their ultra-wideband bandwidth, high gain, and end-fire radiation patterns. 

Vivaldi antenna was firstly introduced by P. J. Gibson [1]. This antenna has three main categories: 
Coplanar Vivaldi antenna, Antipodal Vivaldi antenna (AVA), Balanced Antipodal Vivaldi antenna (BAVA). 
The Coplanar Vivaldi antenna has two radiators on the one side of the dielectric substrate material which is 
pictured in Figure 1.a. Antipodal Vivaldi antenna, one radiator is printed on the top side and the other one on 
the bottom side of the dielectric substrate material. The Balanced Antipodal Vivaldi antenna comprised three 
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radiators which are placed on the top, the middle, and the bottom side of the two dielectric substrate material 
and its structure is pictured in Figure 1.b. The Antipodal Vivaldi antenna (AVA) can reach wider bandwidth 
than Coplanar Vivaldi antenna. 


(b) 


Figure 1. (a) Coplanar Vivaldi structure (b) AVA and BAVA structure 


Several techniques have been developed to reduce the size of Vivaldi antenna and improve its high 
performance. Corrugation edges were used to reduce the size of the antenna with keeping the radiation 
patterns [3]. A modified Vivaldi antenna based on regular slits edge and loaded lens structure was presented 
in [4]. Palm Tree-Exponential Slits Edge Antipodal Vivaldi Antenna was developed for main lobe gain 
improvement [5]. The stepped slits line and patch, improving a wider bandwidth, has been introduced by [6]. 
The unequal half-circular slits in linearly tapered slits antenna, increasing the gain, was introduced by [7] [8]. 

This paper investigates comparison of a half triangular comb-shaped slits edge AVA (Comb-AVA) 
and conventional AVA (AVA). Antenna parameters are including VSWR, Return loss (S41), gain, and 
radiation pattern of dualband 28/38 GHz UWB 5G frequencies will be discussed. The impedance bandwidth 
of proposed Comb-AVA as defined by |S$;,| € —10 dB could be reached in range 20-40 GHz. This paper is 
arranged as Section I is introduction, Section II delivers the detail antenna design, Section III presents the 
result and analysis, and section IV is conclusion. 


2. ANTENNA DESIGN 

Complete geometrical design of half triangular comb-shaped slits edge AVA (Comb-AVA) and 
conventional AVA (AVA) is shown on Figure 2 and Figure 3, respectively. This proposed Comb AVA 
antenna occupies a 25x8 mm? of FR 4 substrate (£y = 4.4, tan 6=0.02, thinkness 1.6 mm) and its dimensions 
are shown in Table 1. The exponential taper is determined for inner edge by the rate (r), point A (x1,y1), point 
B (x5, y;). It can be defined as 


y=Ce™ (1) 
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Figure 3. (a) Top side (AVA) (b) bottom side (AV A) (c) Complete geometrical (AV A) 
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Table 1. Optimized Parameter of the Proposed Antenna 
Parameter L=Y L1-Y1 L2-CY2 L3 L4 W-X  Wi-X1 W2 
Value (mm) 25 15 5 06 04 8 1 6.6 


3. RESULTS AND ANALYSIS 

In this section, we will provide a discussion and analysis of half triangular comb-shaped slits effects 
in Antipodal Vivaldi antenna. Antenna parameters are including VSWR, return loss (S11), gain, and radiation 
pattern will be investigated. The proposed antenna was designed using CST studio suite. 


3.1. Return Loss (S41) 

Return loss (S411) represents how match between an antenna and a transmission line. Return loss is 
related with ratio reflected power to incident power. Generally, expected return loss is less than -10 dB. It is 
related to Standing Wave Ratio (SWR) and reflection coefficient (T). The return loss (S41) covers in range of 
-15.877 dB to -31.188 dB at dualband 28/38 GHz 5G frequencies. Figure 4 shows that the proposed half 
triangular comb-shaped slits edge Antipodal Vivaldi antenna (Comb-AV A) yields a better return loss than the 
conventional Vivaldi antenna (AVA) at a higher frequency (38 GHz). There is almost 10 dB refinement. 
Whereas, there is no significant improvement return loss at a lower frequency (28 GHz) but it is still less than 
the return loss threshold (- 10 dB), more detail is shown in Table 2. Impedance bandwidth is defined as 
separation between two -10 dB return loss frequency. In addition, Comb-AVA bandwidth can be classified as 
an ultra-wideband because this antenna has fractional bandwidth (FBW) more than 0.5 which is denoted by 


Fu- Fi 
Fc 


FBW = (2) 

F, is the highest frequency (40 GHz), F; is the lowest frequency (20 GHz), F, is the center frequency. When 
the center frequency is 28 GHz that the FBW achieves 0.714. Whereas, when we use center frequency 38 
GHz that the FBW is 0.526. For these two frequencies create FBW-0.5 are categorized an ultra wideband. 
More detail we can see in Table 3. 


Fy-F 40-20 

FBW;sgu, = + =~, = 0.714 (3) 
Fy-F 40-20 

FBWegguz = + = IL = 0.526 (4) 


S-Parameters [Magnitude in dB] 


Q (38 -31.188 ) 


( 28.001, -15.701 ) 
( 38.001, -20.062 ) 24 26 28 30 32 34 36 38 40 
Q, ( 28.002, -15.877 ) Frequency / GHz 


Figure 4. Return loss (S41) profile 
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Table 2. Return Loss (S11) 
F(MHz)  Si:-conventional (dB) $1,-a half triangular comb-shaped slits edge (dB) 
28000 -15.877 -15.701 
38000 -20.062 -31.188 


Table 3. Impedance Bandwidth (S,,<-10 dB) 
F (MHz) BW Comb-AVA (MHz) BW AVA (MHz) FBW 
28000 20-40 GHz 20-40 GHz 0.714 
38000 20-40 GHz 20-40 GHz 0.526 


3.2. Voltage Standing Wave Ratio (VSWR) 

Figure 5 shows that VSWR of these antennas are in range of 1.054 to 1.3916. The proposed Comb- 
AVA creates a better VSWR (1.054) than the AVA (1.2206) at the higher frequency (38 GHz). Meanwhile, 
both the Comb-AVA and the AVA produce a similar VSWR (1.3824 and 1.3916) at the lower frequency 
(28GHz), more detail is shown in Table 4. 


Voltage Standing Wave Ratio (VSWR) 


(38.01, 1.0542) |- 
( 28.005, 1.3916 ) 
( 28.008, 1.3824 ) 
( 38.001, 1.2206 ) 


4 
3 
3 
9 


Frequency / GHz 


Figure 5. VSWR profile 


Table 4. VSWR 
F (MHz) VSWR-conventional VSWE-a half triangular comb- shaped slits edge 
28000 1.3824 1.3916 
38000 1.2206 1.054 


3.2.1. Radiation Pattern, Directivity/Gain, and H-E Field 

The 3D radiation pattern of Comb-AVA and AVA are shown in Figure 6 and Figure 7. The Comb- 
AVA and AVA have a directional radiation pattern with stable radiation. More detail comparison results are 
shown in Table 5. Based on Figure 6, the comb-AVA creates 9.421 dBi directivity at 28 GHz and 8.58 dBi 
directivity at 38 GHz. In Figure 6 (c), the angular width (3 dB) of comb-AVA at 28 GHz is 107.6° while the 
angular width (3 dB) at 38 GHz is 53.7°. 

Based on Figure 7, the AVA creates 8.43 dBi directivity at 28 GHz and 9.14 dBi directivity at 38 
GHz which are depicted in Figure 7(a) and Figure (7b), respectively. In Figure 7(c), the angular width (3 dB) 
of AVA at 28 GHz is 34.3° while the angular width (3 dB) at 38 GHz is 21.7°. 
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(a) Directivity comb-AVA at 28 GHz (9.42 dBi) (b) Directivity comb-AVA at 38 GHz (8.58 dBi) 


Farfield Directivity Abs (Phi=90) 


——— farfield (f=28) [1] 
Frequency = 28 
Main lobe magnitude = 2.61 dBi 


Main lobe direction = 97.0 deg. 
Angular width (3 dB) = 107.6 deg. 
Theta / Degree vs. dBi Side lobe level = -1.5 dB 


(c) The angular width (3 dB) comb-AVA at 28 GHz 


Farfield Directivity Abs (Phi=90) 


— farfield (f=38) [1] 
Frequency = 38 
Main lobe magnitude = 1.72 dBi 


Main lobe direction = 158.0 deg. 
Angular width (3 dB) = 53.7 deg. 
Theta / Degree vs. dBi Side lobe level = -1.1 dB 


(d) The angular width (3 dB) comb-AVA at 38 GHz 


Figure 6. 3D & 2D radiation pattern of Comb-AVA 
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(a) Directivity AVA at 28 GHz (8.43 dBi) (b) Directivity AVA at 38 GHz (9.14 dBi) 


Farfield Directivity Abs (Theta=90) 


——— farfield (f=28) [1] 
Frequency = 28 
Main lobe magnitude = 8.44 dBi 


Main lobe direction = 12.0 deg. 
Angular width (3 dB) = 34.3 deg. 
Phi / Degree vs. dBi Side lobe level - -4.0 dB 


(c) The angular width (3 dB) AVA at 28 GHz 


Farfield Directivity Abs (Theta=90) 


— farfield (£238) [1] 
Frequency - 38 
Main lobe magnitude = 8.49 dBi 


Main lobe direction = 7.0 deg. 
Angular width (3 dB) = 21.5 deg. 
Phi / Degree vs. dBi Side lobe level = -2.6 dB 


(d) The angular width (3 dB) AVA at 38 GHz 


Figure 7. 3D & 2D radiation pattern of AVA (continue) 


Modified Ultra Wideband (UWB) Antipodal Vivaldi ... (Subuh Pramono) 


3074 O ISSN: 2088-8708 


Table 5. Comparison Directivity and Angular Width (Comb-AVA & AVA) 


"OE , Directivity-comb AVA Angular width (3 dB) Angular width (3 dB) 
F (MHz) Directivity-AV A(dBi) (dBi) Comb -AVA AVA 
28000 8.43 9.42 107.6? 34.3? 
38000 9.14 8.58 53.7? 21.7? 


Surface current is an electric current which is induced by an applied electromagnetic field. TLM 
analyses of the surface current on the top side and on the bottom side of the antenna. Brighter shades indicate 
areas of high current. Based on Figure 8(a), comb-shaped slits on the edge produces a higher current. 


10 Maman [Aim]: 62.4 
regens E 


(a) comb AVA 


(b) AVA 


Figure 8. Surface current 


4. CONCLUSION 

The proposed Comb-AVA is designed to cover 20-40 GHz spectrum. Particularly, it serves 
dualband 28/38 GHz 5G frequency. The proposed Comb-AVA has the fractional bandwidth (FBW) 0.714 at 
28 GHz and 0.526 at 38 GHz. FBWZ0.5, it means that the proposed Comb-AVA supports for UWB 
technologies including 5G. In addition, it also has impedance bandwidth (S11<-10 dB) along 20-40 GHz 
spectrum. The comb-AVA gives better return loss than the AVA at 38 GHz frequency which is 11 dB 
refinement. VSWR of the proposed antenna is in range of 1.054 to 1.3916. The Comb-AVA has a wider 
angular width (3dB) than the AVA. Furthermore, It has higher directivity (9.42 dBi) than AVA (8.43 dBi) at 
28 GHz, while AVA has higher directivity at 38 GHz. This proposed Comb-AVA has good performance and 
suitable for 5G technology. 
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